Mr.  John  B.  Schoeffel  announces  the  American  Tragedienne 

MIS3  nance  O’NEIL 

“ELIZABETH” 

(Queen  of  England) 

CAST  F CHARACTERS. 


Robert,  Earl  of  Essex,  (Grand  Marshaal) Charles  Dalton 

Cecil,  Lord  Burleigh Robert  Inmaann 

Lord  Howard  of  Effingham William  Helversaan 

Morquis  de  Mendoza,  Spanish  Embassador Louis  Massen 

Sir  Francis  Drake. George  Friend 

Sir  Francis  Bacon Arthur  H.  Sawyer 

Davison,  Keeper  of  Seals Gilbert  Ayma 

Hundson,  Queen  ^s  Chamberlain W.  L.  Thorne 

King  James  of  Scotland Charles  Milward 

Lady  Sarah  Howard Gertrude  Binley 

Lady  Anna  Burleigh Clara  Thompson 

ELIZABETH,  Queen  of  England MISS  O’NEIL 


Lords,  Ladies,  Courtiets,  Guards,  Pages,  Beef-eaters,  etc.,  etc. 
Act  I — Antechamber  in  the  Queen’s  Palace.  (No  intermission.) 
Act  II — The  Same. 

Act  III — Throne  Room.  (Stat  entry  of  Queen  Elizabeth  and 
reception  of  her  victorious  officers  after  the  Fall  of  Cadiz.) 

Act  IV — The  Queen’s  Cabinet. 

(Seventeen  years  elapse  between  Acts  IV  and  V.) 

Act  V — A room  in  the  Palace. 


